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Message Text 

UNCLASSIFIED 

PAGE 01 STOCKH 04596 28I039Z 
ACTION HEW-06 

INFO OCT-OI EUR-I2 ISO-00 OES-07 COME-00 MED-03 EB-08 
/037 W 

089456 290540Z/23 

R28IOI4ZOCT 77 
FM AMEMBASSY STOCKHOLM 
TO SECSTATE WASHDC 21 17 

UNCLAS STOCKHOLM 4596 

DEPARTMENT FOR FOOD AND DRUG ADMINISTRATION 
E.O. 11652: N/A 

TAGS: FIND, ETRD, OGEN, TBIO, SW 

SUBJECT: EDS ADVISORY - AMBIGUOUS LABELING OF OHIO AIR- VAC INCU- 
BATORS (RECALL T- 169-7) 

REF: STATE 254563 

1 . SWEDISH CONSIGNEE NAMED IN PARAGRAPH 4 REFTEL HAS 
NOT REPEAT NOT RECEIVED MEDICAL DEVICE ALERT LETTER OF 
AUGUST 19, 1977. TITLE OF COMPANY AND ADDRESS IS INCOR- 
RECT. IT SHOULD BE AGA MEDICAL AB, S-181 81 LIDINGO, SWEDEN. 

2. FDA PLEASE CONTACT OHIO MDICAL PRODUCTS, ADVISE OF 
COMPANY'S CORRECT NAME AND ADDRESS, AND ASK OHIO MEDICAL 
TO SEND ANOTHER MEDICAL DEVICE ALERT LETTER AS SOON AS 
POSSIBLE. 

KENNEDY-MINOTT 
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